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OLD  ST.  MARY'S  CHURCH 
911  So.  Wabash 

One  of  the  few  remaining  survivors  of  the  great  = 
Chicago  fire  of  1871.  The  famous  Paulist  choir  sings  <a 
at  the  noon  mass  each  Sunday,  September  through  a 
May  9.  J 

Color  by  Penrod  Studio 
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CHICAGO,  "The  City  Beautiful' 
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